AMENDMENT NO. 1 JUNE 2023 
TO 


IS 17954 : 2023 TELESCOPIC BALL BEARING DRAWER SLIDE — 
SPECIFICATION 


(Page 1, clause 1.2) — Delete. 
(Page 4, clause 6.5) — Insert the following new clause after 6.5: 


“6.6 In case of damper and/or a catch device, such as a self-opening or a self-closing mechanism, the maximum 
forces for opening and closing, including the forces of such devices, shall be measured before and after carrying 
out all of the tests sequentially as given in 6.5. The difference of the maximum forces for opening and closing 
shall not exceed 10 percent of the maximum forces for opening and closing measured before the testing.’ 


(Page 6, clause 9.1) — Add the following at the end: 


‘If the telescopic ball bearing slide has a damper and/or a catch device, such as a self-opening or a self-closing 
mechanism, then it shall be allowed to operate at each cycle, and the speed ‘v’ as mentioned in 9.2 shall be 
maintained at the beginning of the damper and/or a catch device, including a self-opening or a self-closing 
mechanism.’ 


(CED 15) 


Price Group 1 
Publication, BIS, New Delhi 


